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ITEM NO. 

NOMENCLATURE 



1 

RECORDER, magnetic, Ampex 350 

190 

ea. 

2 

Square Wave Generator, 20-10000 cps, Hewlett 
Packard Model 210A 1 

ea. 

3 

Audio Signal Generator, 20-20000 cps, Hewlett 
Packard Model 205AG 1 

ea. 

4 

Distortion Analyser, 20-20000 ops. Hewlett 
Packard Model 330B. 1 

ea. 

5 

Power Supply, input power 105-125 volts, 50/60 
cycles, 500 watts max. Hewlett Packard Model 
712 A. 1 

ea. 

6 

OSCILLOGRAPH, Cathode -Ray, 115-230 volts RMS, 

50-400 cycles. Employing A Cathode -Ray Tube, 

5"‘ of medium presistanoe with green luminescence 
CRO-Tube 5 ADP-1. mfg by Allen B Dumont. 

2 ea. 

7 

RECEIVER, Hammarlund, SP-600-JX 

1 

ea. 

8 ‘ 

DRIVE MOTOR ASSEMBLY, 3 3/4" - 7 1/2", 

50 cycles motor, complete Ampex #5778 

12 

ea. 

9 

TAKEUP ASSEMBLY 

9 

ea . 

10 

BRAKE HOUSING 

10 

ea. 

11 

BRAKE BAND ASSEMBLY 

6o 

ea. 

12 

BRAKE BAND LEAVES 

20 

ea. 

13 

BRAKE SOLENOID 

20 

ea. 

14 

BRAKE TENSION SPRING 

20 

ea. 

15 

REWIND ASSEMBLY ' "l; 

9 

« 

ea . 

16 

/ 

BRAKE HOUSING 

10 

ea. 

17 

TAKEUP TENSION ARM ASSEMBLY 

15 

ea. 

18 - 

TAKEUP TENSION ARM SPIRING 

10 

ea. 

19 

TAPE GUIDE 

10 

ea. 

20 

TAPE GUIDE HOOK 

20 

ea. 

21 

REEL IDLER ASSEMBLY 

10 

ea. 

22 

REEL IDLER PLY WHEEL 2 
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23 


CAPSTAN IDLER 

55 

ea. 

24 


CAPSTAN IDLER ARM 

5 

ea. 

25 


CAPSTAN IDLER ARM BUSHING 

5 

ea. 

26 


CAPSTAN SOLENOID EYE-BOLT 

10 

ea. 

27 


CAPSTAN SOLENOID 

10 

ea. 

28 


CAPSTAN SOLENOID STOP 

10 

ea. 

29 


CAPSTAN SOLENOID PELT WASHER 

20 

ea. 

30 


CAPSTAN SOLENOID PRESSURE SPRING 

10 

ea. 

31 


CAPSTAN SOLENOID RETURN SPRING 

10 

ea. 

32 

» 

HEAD ASSEMBLY (COMPLETE), HALF TRACK HEAD 

20 

ea. 

33 


GATE SPRING 

10 

ea. 

34 


GATE PINS 

10 

ea. 

35 


GLASS ROD TAPE GUIDES 

10 

ea. 

36 


SAFETY SWITCH, SpST MICRO SWITCH 

10 

ea. 

37 


STOP PUSHBUTTON SPST NORMALLY CLOSED 

10 

ea. 

38 


PUSHBUTTON SPST NORMALLY OPEH (for play, 
and rewind operations) 

fast 

30 

forward 

ea. 

39 


RECORD RELAY, 3P2t, 115VDC 

10 

ea. 

40 


ERASE TRANSFORMER 

10 

ea. 

41 


12SJ7 VACUUM TUBE (SELECTED) 

24 

ea. 

42 


REMOTE CONTROL CABLE ( WITH PLUGS) 

2 

ea. 

43 


REMOTE CONTROL BOX 

8 

ea. 

44 


REEL HOLD DOWN KNOW (RACK) 

12 

ea. 

45 


10 1/2” NARTB REEL 

24 

ea. 

46 


AMPEX ALIGNMENT TAPE (FOR 3 3/4” - Machines 

4 

€» &L • 

47 


POWER TRANSFORMER 

10 

ea. 
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48 

8h8o ma filter choke 

20 

ea. 

49 

REEL GUARD 

12 

ea. 

50 

AMPEX HEAD DEMAGNETIZES 

5 

ea. 

51. 

VOICE OPERATED RELAY and automatic change 
system 

-over 

125 

ea. 

52 

REGENERATOR 

12 

ea. 

53 

PRE AMPLIFIER, Model 116-B Langevln 

24 

ea* 

54 

POWER SUPPLY, Model 208-A, Langevin 

4 

ea . 

55 

CARRIER RECEIVER VE92 

25 

ea. 

56 

AMPLIFIER, LIMITING, GATES MODEL SA-38 

16 

ea. 

57 

58 

OSCILLOSCOPE, 5 inch Dual Beam Cathode Ray 

1 

RECTIFIER, REC-10 1 

ea. 

ea. 

59 

TRANSMITTER DISTRIBUTOR 

1 

ea. 

60 

TRANSMITTER DISTRIBUTOR BASE PLATE 

1 

ea. 

61 

DRIVE MOTOR ASSEMBLY, 3 3/4” - 7 1/2”. 

50 cycle motor, complete ampex #5778 

6 

ea . 

62 

TYPING UNIT, REPERFORATOR, Series Governed 

2 

ea. 

63 

VOICE OPERATED RELAY and automatic change 
system 

over 

36 

ea. 

64 

CAMERA, Oscillograph Recor, continuous, 
type #1679-K 

Dumont 

1 ea. 


65 SONA-GRAPH. Frequency range 85 to 8000 cyoles/sec. 

To operate onll7 volte 50 cycle power. 1 ea. 

66 AMPLITUDE DISPLAY UNIT for above to provide an 

amplitude us time record of the sample in DB 

1 ea. 

$7 ASSEMBLY, Drive Motor, complete with motor 

condenser, flywheel, plug, fan and mounting 
adaptor (if necessary), 3 3/4 -7 1/2 Inches 
per second taje speed, 110 volt 50 cycle. Ampex 
oat no 5778. 12 ea. 
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68 

CAPSTAN SOLENOID, AMPEX 670 


30 

ea. 

69 

DRIVE MOTOR ASSEMBLY 


20 

ea. 

70 

CONDENSER, START, FOR CAPSTAN DRIVE MOTOR 

25 

ea. 

71 

FLYWHEEL, FOR CAPSTAN MOTOR 

• 

10 

ea. 

72 

RELAY, 3P*T, PLAY, FAST & REWIND 


30 

ea . 

73 

FILTERS, Variable Electronic Spencer, 

-Kennedy 

4 

ea. 

74 

FILTERS, Variable Electronic, Spencer -Kennedy 
Molel 302, raoh mounted 1 

ea • 

7* 

RECORDER, Tape, magnetic, Ampex model 
Sterophonlc two track 

350 ~2R, 

8 

ea. 

76 , 

VOICE OPERATED RELAY and automatic change 
system 

over 

12 

ea. 

77 

TELESCOPE, QUESTAR. 160 power, to Include all 
ascessoriea and to be complete with a velvet- 
lined cowhide fitted case 1 ea. 

78 

MODEL 14 Reperferator bases 


2 

ea. 

79 

TELETYPE SERVICE UNIT 


2 

ea. 

80 

RECTIFIER, MODEL 29 


1 

ea. 

81 

XFH KITS (COMPLETE) 


2 

ea. 

82 

OSCILLATOR, Audio frequency, Hewlett 
Model 200 AB 

Packard 

1 

ea. 

83 

HEAD ASSEMBLY 


5 

ea. 

84 

BIAS INTERCONNECTING CABLE 


4- 

ea. • 

85 

HEAD ASSEMBLY 


30 

ea. 

86 

CAPSTAN IDLER 


20 

ea. 

87 

TAKEUP ASSEMBLY (COMPLETE) 


2 

ea. 

88 

REWIND ASSEMBLY (COMPLETE) 


2 

ea. 
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